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This gives the" value of power in ft.-lb. per second. To obtain
horse-power or kilowatts it is necessary to introduce the proper
constants in computing K. If the moment of inertia could be
computed or determined experimentally the value of K could be
obtained from the above. Usually it is necessary to obtain K
by direct experiment.
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